Clarithromycin: MedlinePlus Drug 


Information "https://medlineplus.gov > druginfo » meds » 
a692005.html 


Clarithromycin: Uses, Dosage & Side Effects - 
Drugs.com 
Clarithromycin is a macrolide antibiotic that 
fights bacteria in your body. 


VENTOLIN homepage | VENTOLIN HFA 
(albuterol sulfate ... 


Ventolin HFA Inhaler: Uses, Dosage & Side Effects - 
Drugs.com 


YOhttps://wrww.drugs.com > ventolin-htmil 


What is Ventolin? Ventolin is a bronchodilator that relaxes muscles in the 
airways and increases air flow to the lungs. Ventolin HFA is used to treat 
or prevent bronchospasm, or narrowing of the airways in the lungs, in 
people with asthma or certain types of chronic obstructive pulmonary 


disease (COPD). Ii is also used to prevent exercise ... 


Flixotide - Drugs.com Flixotide (fluticasone): usage 
dosage and side effects 


XShttps://www.drugs.com > international > flixotide.html 


Flixotide is a medicine available in a number of countries 


worldwide. A list of US medications equivalent to Flixotide is 


*Flixotide (fluticasone): usage, dosage and side effects 
__https://www.netdoctor.co.uk > mMedicines > allergy-asthma > a8286 » flixotide- 
fluticasone 


Flixotide is a 'preventer inhaler' for those who suiffer from asthma.Flixotide is taken 


regulariy on a daily basis to reduce the inflammation in your lungs and prevent 


wheezing, shortness of breath ... 


